Site Name 


Feature Location 


6 D's 


Reasons 


Existing species 


Planting notes 


Replant species 


OWLER GATE 


VERGE - see map 


Dangerous 


Structural Integrity 


Salix caprea 


To be relocated as a 
new tree on the 
planting request list, 
species and exact 
position to be 
confirmed with 
customer 


Malus 'Rudolph' 


OWLER GATE 


VERGE - see map 


Dead 


Dead 


Salix caprea 


To be relocated as a 
new tree on the 
planting request list, 
species and exact 
position to be 
confirmed with 
customer 


Malus 'Rudolph' 










